Zedler, Barbara 


Jo: 

lubject: 


Schultz, Jill 

RE: Pilot TES Draft Report 


Thank you. We are anxious to get this study report finalized as soon as possible. 
Barb 

Barbara K. Zedler, M.D. 

Director, Clinical Operations 
Clinical Evaluation Group 
RD&E/Philip Morris USA 
Richmond, VA 
barbara.k.zedler@pmusa.com 
804.274,2799 
cell S04.651.3544 


-^—Original Message- 

From: Schultz, Jill [mailto:Jill.Schultz@covance.coffl] 
Sent: Tuesday, September 09, 2003 8:16 AM 
To: Jan Oey (E-mail); Barbara K. Zedler (E-mail 2) 
Cc: Schultz, Jill 

Subject: Pilot TES Draft Report 


Traci Janisch and Rachid Chaouki will be meeting on Thursday to discuss the time line for revising the draft report. I will relay the 
time lines to you on Friday, 09/12. 

Regards, 

Jill M. Schultz 
Program Manager 
Covance Laboratories Inc. 

608-310-8227 (phone) 

608-245-7001 (fax) 

Jill, schultz@covance.com 


Confidentiality Notice: This e-mail transmission 
may contain confidential or legally privileged 
information that is intended only for the individual 
or entity named in the e-mail address. If you are not 
the intended recipient, you are hereby notified that 
any disclosure, copying, distribution, or reliance 
upon the contents of this e-mail is strictly prohibited. 

If you have received this e-mail transmission in error, 
please reply to the sender, so that we can arrange 
for proper delivery, and then please delete the message 
from your inbox. Thank you. 
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Source: https://www.industrydocuments.ucsf.edu/docs/ftdj0001 







